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SECRET 

OFFICE OF SECURITY 
ANNUAJL RECORD OF 

PROCESSING TIME FOR APPUCANT TYPE CASES 

CHART #3 


This chart shows the average aurober of days it takes to clear an 
applicant from the day his PH3 is received in the Office of Security to the 
day his clearance is Issued. 
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